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Frou: The Firewel Co,, Inc, 


Rieti is is ( _ ot a rr ) 
som ees 25X1A9a 

= Contracting Officer) 
eee : 

Item Part 

wala. No. Nomenclatere 
1 F2433 Elbow 

— 


Prices are fiar and reasonable and this 
Exhibit is hereby approved, 


wane, ¥ 91-200 


25X1A9a 
SIGNED: 


(Contracting Officer) 
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25 


Belivery: 


Exhibit Wo: 


58-13 ‘Yo Comtract: HF-C?-692 


Bate: September 16, 1958 


1 Price 


$3.64 $91,00 


5 to 10 pieces AT ONCE 
Balance by June 6, 1958 


Contractor warrants prices conform to the 
price formula in effect on date of this 
Exhibit. 


25X1A5a1 
SIGNED; 


(Contractor) 


